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„ . f explained that he felt that electric shock 

' n,1 8 ht ba of . considerable interest to the "Artichoke" type of work. He 
stated that the standard electric-shock machine (Reiter) could be used in / 
two Ways. One setting of this machine produced the normal electric-shock 
treatment (including convulsion) with amnesia after a number of treatments* 
He stated that using this machine as an electro-shock device with the con- 
Tulsive, treatment i he felt that he could guarantee amnesia for certain .>■■■ 
periods of tine and particularly he could guarantee amnesia for any know-, 
ledge of ^ us a of the convulsive shock. 





.k* that the other or lower setting of the 

machine produced a different type of shock. He said he could not explain 
it, but knew that when this lower current type of shock was applied with- 
out oonvulsion, it had the effect of making a man talk. He said, however, 
that the use of this type of shock was prohibited because it produced in 
the individual excruciating pain- and fie stated that there would be no '* 
question in his mind that tho individual would be quite willing to give 
information if threatened with the use of this machine. .He stated that i . 

method but, undoubtedly, would be effective. 
^BIM^pp^PPpstated that he had never had the device applied to ‘ 
.mself , biiiT had talked with people "who had been shocked in this manner 1 ' " 
.and atated that they complained -that their whole head was on fire and it ; " 
was much too painful a treatment for any medical practice. He stated 
that the only way it was ever used whs in connection with sedatireajnd ’ 
ggn^hen its use was extremely painful. The writer asked'ttftjiijigjH 
*|||^|^Pwhether or not In the "groggy" condition following the convul- 
aion by the electric-shock machine anyone had attempted to obtain hyp- 
notice control over the patient, since it occurred to the writer . tb a4 
it would be a good time to attempt to obtain hypnotic control. 
stated that, to his knowledge. It had never been done, but he could make - 
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this attempt in the near future at . th^PPPJ^J^and he would sea whether 
or. noi this could be done. .» 

5>. as well as all others present, . 

jU^eusee^^he use of electro shock at 'considerable length and it was 

opinion that an individual could gradually be re- 
duced through the use of electro-shock treatment to the vegetable level/*. 
He atated that, whereas amnesia could be guaranteed relative the actual 
use of .the shock and the time element surrounding it, he said it would 
obtain imperfect amnesia fob periods further back. He stated several ■ 
Instances In which people who had been given the electro-shock treatment 


: remembered some [details of certain things and complete blanks in other*' 
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6,*iMHBMMp|^P^3aid that vho is prac- 

ticing lSjH^^BH^fs^erfected a batterj-dr iyin. ahosk, machine which t ; ■ 
according is portable. \ 

that the standard electro-shock machine is a very common machine in medi-’ 1 
cal offices and in the majob ci^ies^there must be several hundred of them 
in use at all times; ■ 


ft 7* ^0Q^9aH|PHp|hrstated also that there would be no way of 

>-■? - detecting that an Individual had been given electro-shock treatments ex-- . 
r. cept through the use of the electbo-encephalograph and then only If the . . 
individual who had been given the electro-shock treatment were placed on , ! 
the oncephalograph within two weeks alter the shock had been given. He 
stated that a definite pattern (similar to the epileptic-enccphalograph '•/ 
pa fc fr-r) shewed on the encephalograph after the shock treatments, but this! 

> pattern diminished in time and disappeared in about two weeks. 
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